HOW STRONG  IS  BRITAIN ?
We have previously dealt in detail with the fact that
the Territorial Army has been entrusted with anti-
aircraft defence at home. The five Anti-Aircraft
Divisions of the Territorial Army which are now to. be
formed are to be 90,000 strong. Up to the present,
however. Territorial Army recruiting has not proved
sufficient even to bring the existing divisions up to full
strength. The Territorial Army should be 203,000
strong at full strength, but it is 39,000 men under
strength at the moment. Unless recruiting improves
very much the 90,000 men required for the Anti-
Aircraft Divisions will have to be taken from the
161,000 men of the Territorial Army, so that only
71,000 men would remain for the Territorial Field
Army.
The total strength of the Regular Army and its
Reserves and of the Territorial Army in 1914 was
greater than it is to-day, namely approximately
700,000 men, and at that time it was not necessary
to spare any men for the establishment of Anti-
Aircraft Divisions.
In the British Empire there are then, according to
recent information, about 16,000 men in the regular
forces of the Dominions, and about 185,000 men in
the Territorial Armies of the Dominions, though a
special law would have to be passed before they could
be sent overseas. The British Army in India could
be strengthened by 159,000 men of the Regular Indian
Army, 44,000 men of the forces of the independent
Indian States, 28,000 men of the police force, and
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